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FROM SOLVING MYSTERIES IN CELLULAR BIOMECHANICS TO 
VULNERABLE PLAQUE RUPTURES TO JET TRAINS THAT SKI 


honoring Sheldon Weinbaum, PhD 


recipient of the 2022 Benjamin Franklin Medal in Biomedical engineering 





2022 Bioengineering 
Laureate 


Recognized for 
foundational 
contributions to our 
understanding of heat 
flow among arteries, 
veins, and capillaries in 
the body, increasing 
our knowledge of 
cardiovascular disease 
and leading to life- 
saving technologies. 


© 





MAY 4, 2022 

9:00 AM — 12:00 PM 

Free & Open to the Public 
Virtual Event Registration Link 





DR. MICHELE MARCOLONGO, Drosdick 
Endowed Dean, College of Engineering, 
Villanova University 


DR. SHELDON WEINBAUM, Distinguished 
Professor, Biomedical & Mechanical 
Engineering, City College of New York 


DR. BINGMEI FU, Professor, Biomedical 
Engineering, City College of New York 


DR. MITCHELL B. SCHAFFLER, Distinguished 
& Coulter Professor, Chair, Biomedical 
Engineering, City College of New York 


DR. QIANHONG WU, Professor, Mechanical 
Engineering, Villanova University 


DR. LUIS CARDOSO, Professor, Biomedical 
Engineering, City College of New York 


Contact: Qianhong.Wu@villanova.edu 


For nearly two centuries, The Franklin Institute has honored pioneering achievements in science, 
eis engineering, and industry. As the oldest comprehensive science awards program in the United States, 
: IUI The Franklin Institute Awards celebrates Benjamin Franklin’s legacy by honoring the Franklins of today. 


proudly presents Through their remarkable contributions, our laureates inspire the Franklins of tomorrow. 
THE FRANKLIN 
INSTITUTE AWARDS 





